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Software Release Level Mark 7, 0. 
Formerly released as section four of P. S. 2212 5579, 
B1800/B1700 MCP UTILITIES. 


8.0’ RELEASE..LEVEL... 7. | 
1-1 Analysis of the system's Operating Log is pro- 


duced each time a LN or LG command is given. 
3-1 -  BOJ date and time added to Job Information Records 
| . Remaining records renumbered 
3-2 File Information Records re-organized 


-9.0 RELEASE LEVEL 


3-1 COMMENT log record added. 


322°" DMS information supplied. 
| 3-4 COMMENT LOG RECORD explained 
5/27/80 ~ 110.0 RELEASE LEVEL 


3-3 Added number "10. The processor time." 


Added "random and sequential" to number 8. 


Added "logical and physical" to number 14. 
Added "logical and physical" to number 15. 
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GENERAL DESCRIPTION 


SYSTEM/LOGOUT is an SDL program which produces a forgatted 
analysis of the system's operating tog as produced Dy the MCP. 
The program is automatically executed by the MCP each time a lag 
is transferred via the "LN" or "LG" commandse A log transfer may 
also be accoeplished automatically if the Log being used becomes 
full. Ordinarily» however» the log is transferred upon instruc 
tion from the computer operator. 


RELATED DOCUMENTATION 


a 


Name | Nunmoer 


81800/81790 Software Operational Guide 1968731 
B1802/81700 MCP II | PeSe 2212 3462 
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QPERATING INSTRUCTIONS 


To produce the report» the operator gay type either "LN" or "LG" 
on the system SPO. This will cause the MCP to terminate the copy 
of the log it is using» if any» and enter it as a file in the 
disk directory. The fite will de given a untque name and the 
name af the file will be automatically passed to SYSTEM/LOGOUT as 
it is executed. 3 | 


The program then references the file copy of the log and crints a 
formatted report of the information it containse The program 
does not use switchese No sodifications to the program should De 
necessary pricr to its execution. 


MEMORY REQUIREMENTS 


SYSTEM/LOGOUT requires about 4.5K bytes of memory to execute 
efficiently. | 
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LOG RECORD TYPES 


Twelve types of log records are written by the MCP to the system 
loge These types ares | 


le Clear/Start 
de Job schedule 


36 Job 80J 


Le File open 

5e File close 

be OMS database opens close 

ran OMS structure invocation» close 

Be Peripheral assignment for initializer 1/0 
Ye Peripheral peiease froa initializer 0 

10. Job £0J ~ «#, 4, & 


lle bog transfer 


12. Coament 


CLEAR/START RECIRDS 
A Clear/Start record in the log file will resutt in. three Lines 
of output on the printer. The first line will contain the date 
and time of the Clear/Start operations The second will contain 
the nage and version specifier of the MCP being used and the 
amount of S-memory in bits. The third wiatl contain the name of 
the interpreter and GiSMO used by the MCP. 

JQ8 LNEQRMATION RECORDS 


Joo schedule» 80J» and EGJ records are combined to yield the. 
fodlowing inforsation: | 


l- The job number of the execution — 
2e The charge number used to execute the job 
3e The full name of the program 


je . The 8OJ date and time 
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5e 
be 


12. 


i 36 


i 4. 


156 


16. 


“17. 


(18. 


1 9e 


206 


The elapsed time for the programs in seconds 


The sessage printed on the SPQ by the MCP when the job 
terminatess if the termination 1s not a normat E£OJ 


The type of teraination» such as "NORMAL"™» "NI SCONTINUED™» 
WPERROR CONDITION IN PROGRAM"s» “AS0RTEO"» and so forth 


The time and date of the program's ter sination 
The processor time used by the programs in seconds 
The tine and date of the compilation of the cprograa 


The processor and memory priority assigned to the program at 
80 J a 


The time and date that the program was scheduled. 


The number of code overlays perforzed by the MCP for the 


prograa 
The interpreter used 


The type of execution» such as PEXECUTE™» "COMPILE"> and so 
forth 


The number of files declared in the progras 
The amount of static memory required by the progran 


The amount of dynamic memory (data overlay space) used oy 
the prograa | | | | 


é 


The total sgemsory used by the program for its run structure 


MBase7nert areas 


The nugoder of ee OveuEsys poauteed by the program. 


DMS INFORMATION 


Dataodase open and close records are combined to yield the 
following information: 


le 


(2. 


be 


he 


Se 


The Logical database name 


The physical database name 


The open tise 


The unit and hardware type 


The ciose time 
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b6< The pack name 


Te The nuader of nanwupdate operations 
Be The number af update operations 
9e The elapsed open time 


10. The processor tiae 


OMS structure invocation and close records are coadined to yield. 
the following information: | 


le The structure nane 
Ze The invoked time 
30 The close time 

he The database nape 


5e The job nuaber 


60 The file nase 


Te The unit and hardware type 

Be The nuaber of rando and sequential FINDS 
Fe The nuaber of INSERTS 

10. The nuabder of UPDATES 

11. The nusber of DELETES 

12. The number of SYSTEM CHANGES 

13. The nuaber af EXCEPTIONS 

14. Fhe nuaber of Logical and physical 2EADS. 


i5e The nuaper of Logical and physical WRITES-~ 


FILE INFORMATION RECORDS 
Only those files utiiized during an executon are togged- File 
open and close records are combined to yield the following itnfor- 
_matton:; | - | | 


le The internal nage of the file 


Ze The external file identifier 
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Ze The size of each record in bytes 


he The type of hardware assigned to the file 

Ce The number of buffers assigned to the file 

be The maximum size of a physical block for the file if it has 
variable Length records or the nusber of records per dlock 
for fixed record sizes | 


Ze The file type such as CODE» aoe ACCESS» etce 


Be For disk files only = the numbder of BROcKs per disk area and 
the number of disk areas 


Je The space in meacry required by this file when opened 


10. For tape files only - the serial number cf the Last reel of 
| tape accessed by the file | 


lis The number of records in the file 


12- The number of blocks in the file 


13. The time and type of each open 
14. The time and type of each close 
152 The total tise that the file was open 


16-2 The unit nage where the fiie residese 


COMMENT RECORDS 


Operator supplied comments» inserted into the log via the “LC* 
SPO comsgand» are printed along with the tise and date of the 
insertion. | | _ | 


We 


BURRGUGHS CORPORATION 
COMPUTER SYSTEMS GROUP 


SANTA BARGARA PLANT 


INDEX 


CLEAR/START RECORDS 3-1 
COMMENT RECORDS 374 


DMS INFORMATION 3-2 


FILE INFORMATION RECORDS 373 


GENERAL CESCRIPTION 1-1 


JOBS INFORMATION RECORDS 3-1 


LOG RECGRD TYPES 3-1 
MEMORY REQUIREMENTS 2-1 
GPERATING INSTRUCTIONS 2-1 


RELATED DOCUMENTATION iw1 


IX-1 


COMPANY CONFIDENTIAL 
B1800/7517C3 SYSTEM/LOGOUT 
Pe Se 2222 2640 REV D 


